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MINISTRY OF FINANCE 
(Department of Revenue) 

NOTIFICATION 
Central Excises 
New Delhi, the 26 th June 1965 

GSR- 897.-—In exercise of the powers conferred by sub-section (1) of section 3 
of the Mineral Products (Additional Duties of Excise and Customs) Act, 1958 (27 
of 1958) and in supersession of the notification of the Government of India in the 
Ministry of Finance (Department of Revenue and Company Law) No, ) 52/64- 
Central Excises, dated the 6 th October, 1964, the Central Government hereby speci¬ 
fies in column (3) of the Table hereunder, the rates of additional duties of excise 
to be levied in respect of the goods mentioned in relation thereto in column t 2 ) of 
the said Table: 


(307 ) 





308 


THE GAZETTE OE INDIA EXTRAORDINARY 


[Pa»T II- 


Table 

Sorial Description 

No. of goods. 

(I) (2) 


Rate of additional duty 

( 3 ) 

I. Motor Spirit . 

• 

Rs. 43 -60 per kilolitre at fifteen degrees of Centigrade 
thermometer. 

2. Kerosene Superior , 

• 

Rs. 33-80 per kilolitre at fifteen degrees of Centigrade 
thermometer. 

3. Kerosene Inferior 

* t 

Rs. 55 • 30 per kilolitre at fifteen degrees of Centigrade 
thermometer. 

4. Refined diesel oils 

• 

Rs. 17-20 per kilolitre at fifteen degrees of Centigrade 
thermometer. 

5. Vaporizing oil . . 

# * 

Rs, 19-60 per kilolitre at fifteen degrees of Centigrado 
thermometer. 

6. Diesel Oil, not otherwise specified 

Rs. 53 -30 per metric tonne. 

7. Furnace Oil , . 

a * 

Rs. 13 • 00 per metric tonne. 

8. Bitumon Straight Grade J 

• • 

Rs. 34 • 20 per metric tonne. 

9. Bitumen Cut-back , 

0 • 

Rs. 18-70 per metric tonne. 

10. All products as described in Item 
No. 11A of the First Schedule 
to the Central Excises and Salt 
Act, 1944 (1 of 1944) except 
refinery gases, coke and mineral 
colza oil. 

Rs. 30-00 per metric tonne. 


2 . For the purposes of this notification— 


( 1 ) “Kerosene Superior” means the kerosene referred to in Item No. 7 of 

the First Schedule to the Central Excises and Salt Act, 1944 (1 of 
1944), , 

( 2 ) “Kerosene Inferior” means the kerosene referred to in the said Item 

No. 7 and having all the following characteristics also:— 

(a) if produced in any State other than the States of Assam and Bihar— 

(i) it is not lighter in colour than a solution with the following com¬ 

position :— 

Quarter normal aqueous solution of— 

(a) Ferric Chloride (Fe Cl* 8Hi O) 

(b) Cobaltous Chloride (Co Cli 0 H, O) 

(c) Copper Sulphate (Cu So* 5 H» O) 
mixed in the ratio of 6 : 3 : 1 ; 

(ii) it is ordinarily used as an illuminant in oil burning lamps; and 

(iii) it has a flashing point below one hundred and fifty degrees of 

Fahrenheit’s thermometer. 

(b) if produced in the States of Assam and Bihar— 

(I) it is not lighter in colour than a solution with the following com¬ 
position:— 

Quarter normal aqueous solution of— 

(a) Ferric Chloride (Fe Cl ■ 6H« O) 

(b) Cobaltous Chloride (Co Cl* 6H* O); and 

(c) Copper Sulphate (Cu So* 5 H t O) 
mixed in the ratio of 6 : 3 : 1 ; 

(ii) it is ordinarily used as an illuminant in oil burning lamps; 

(iii) it has a flashing point below one hundred and fifty degrees of 

Fahrenheit’s thermometer; 

(lv) it has a flame height of not less than thirteen millimetres by the 
prescribed test; and 
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(v) it has a pour point of flfty-flve degrees of Fahrenheit’s thermometer 
or above when tested by the method IP. 15/55 prescribed by the 
Institute of Petroleum Technologists, London, for the determina¬ 
tion of pour point of mineral oils; or 

possesses a viscosity of less than 27 seconds by Redwood I Visco¬ 
meter at 100 degrees of Fahrenheit’s thermometer and has Diesel 
Index of less than 40 as determined by the method prescribed in 
the Indian Standard. 

[No. 99/65 F.No. 8 / 49 / 05 -CX.IH.] 
T. C. SETH, Jt. Secy. 


wnuTMi IN INDIA BY THB GENERAL MANAGER, GOVERNMENT OP INDIA PRES 
NSW DTJTT and FTTULUIHED BY TOR MANAGER OP PUBLICATION* DELHI IOC 





